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articles are indexed under 
Abbreviations used in 


The various 
author and subject. 
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this 


sndex are Ja, January; F, February; Mr, March; 


Small Hospital Forum; 


Small Hospital Questions. 


ite. See Finances 


Ackerman, Rhea C., How auxiliaries 
can keep pace J 
Administration, administrative capsules 
Ja 86; Ap 
administrator woes to surgery, 
i S. W. Friedman J 
trookfield’s patients bite back, M. 
f Whitcomb My 


budget control is teamwork job, O. N. 
Auer F 





changing order of medicine, G. Baehr F 
cireuit-riding purchasing agent, E. W. 
Gilgan (S.H.F.) F 


(Ed.) F 
reports, D. 


collector's item 


consolidate professional 


Littauer and G. E. Sonecrant Ap 
create new health and welfare depart- 
ment Ap 
exception to nursing rules (S.H.Q.) Fr 
fact stores (Ed.) J 
facts at your fingertips, J. P. Peters 
Ja. 79; F 73: My 
guide to fire safety J 
how many meetings (S.H.Q.) F 
how many nurses make department, 
M. K. Schafer (S.H.F.) Ja 
how to build good supervisory staff, 
FE. Mottershead Ap 


human relations principles, E. Rossell Ja 

legion’s survey shows many unable to 
pay My 

malpractice liability insurance, hospi- 
tals must be protected at price they 


ean pay, H. H. Hines Jr. Ap 
medical staff standards, E. W. Jones, 

et al F 
modernization and expansion Mr 
one-room schools (Ed.) Ap 
patient accommodation envelope, J. G. 

Harding F 
prototype study: 50 bed hospital, 

L.. Block J 
storm over Danbury, D. Cameron F 





support him or fire him, P. J 
4 Gordon F 
thinking machine (Ed.) My 
this is administration (Ed.) Ap 
top management has its troubles, too, 
P. J. Gordon Ap 
f two directions (Ed.) My 
untangle lines of authority, P. J. 
Gordon J 
what makes dietitian executive, E. 
Perry F 
who pays for uniforms (S.H.Q.) J 
See also Personnel Administration 
\lleghany County Memorial Hospital, 
Sparta, N.C., low budget dictated 
high standards, F. C. Williams J 
Annie M. Warner Hospital, Gettysburg, 
Pa., camera wins friends and funds Ap 
Annual Reports: See Public Relations 
Associations and Organizations, Ala- 
bama Hospital Association, Senator 
Hill's address My 
American Academy of General Prae- 
tice drops 464 G.P.’s Ap 
icy grip (Ed.) My 
American Association for Advance- 
ment of Seience, joint session with 
A.A.S.A. fF 
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ASSOCIATIONS AND ORGANIZATIONS (Cont.) 
American Association of Hospital 
Consultants, joint session with 


A.A.A.S. r 
American College of Surgeons, icy 

grip (Ed.) My 
American Hospital Association, mid- 

year conference Mr 


American Hospital Association, osteo- 
and hospital system, L. C. 
Ap 
Institute of Electrical En- 
ineers, New York institute 
American Medical Association 
legion deny charges of ‘deal’ 
osteopaths and hospital system, 
L. C. Brown Ap 
rejects report on veterans Ja 
American Osteopathic Association, 
osteopaths and hospital system, L. C. 
Brown 
American Protestant Hospital 
ciation, C. E. Copeland next pres- 
ident Mr 
American Society of Hospital Phar- 
macists Beck Mr 
American Surgical Trade Association 
hears Madison Brown Ju 
Arizona Hospital Association, Joseph 
Coppa, president 
Association of Hospital Personnel Ex- 
ecutives F 
Association of Western Hospitals, 
they learned Wright way J 
California Hospital Association meet- 
ing 
Catholic Medical Mission Board of 
New York City F 
Chicago Area Hospital Fund Ja 186; F Op 


paths 
Brown 
American 


and 
My 


Ap 


Asso- 


elects 


Ap 


Ja 


Chicago Council on Community Nurs- 
ing, public relations problems Ja 

Chicago Hospital Council, Ralph M. 
Hueston new head Ap 

Cleveland Hospital Service Associa- 


tion contends Blue Cross is tooling 
up Ja 
Commission on Chronic Ilness, right 
patient in right bed, D. W. Roberts 
Congress Medical Education and 
Licensure, revised intern standards Mr 
create new health and welfare depart- 
ment Ap 
Florida Hospital Association urges 
treatment centers for aleoholics 
Greater St. Louis Hospital Council, 
patient relations 
Hospital Council of Philadelphia, fire 
prevention stressed Ja 
Hospital Governing Boards, 
board members hold first 


My 


on 


Ja 


Georgia 
confer- 
ence Ap 
Hospital Industries’ Association works 
improved exhibits 


for Ja 


standards for 

Hawley 

many meetings 

how to run meeting 

Ilinois Hospital Association, 
breaks attendance records Ja 

Inter-American Foundation for Post- 
graduate Medical Edueation, fellow- 
ships 


hospital are patients, 


PR Ja 
(S.H.Q.) r 
My 


meeting 


how 


My 

Mr 
Accreditation 
(Eds) J 
elects 


My 


interniana (Bd. 

Joint Commission 
of Hospitals, progress report 

Kentucky Hospital Association 
president 

Louisiana Hospital Association names 
president-elect My 
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146 
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156 


JANUARY TO JUNE, INCLUSIVE 


(Cont.) 
Association, 
Mr 


ASSOCIATIONS AND ORGANIZATIONS 
Massachusetts Hospital 
tribute to Frank Wing 
Michigan State Medical Society, hos- 


pitalization of children Ja 
Mid-West Hospital Association re- 
ceives gift ~ My 


Missouri Hospital Association invites 


legislators Ja 
National Association of Methodist 
Hospitals and Homes, annual con- 
ference Mr 
National Health Council argues on 
President's commission report My 
National Health Council needs Ap 
New England Hospital Assembly 
celebrates My 
New York Academy of Medicine 
urges interest in costs 
President's Commission on Health 


Needs of Nation, more federal sup- 
port for health services 
Seattle Hospital Council, officers 
Southeastern Hospital Conference, de- 


Ja 
Mr 


bates indigent care and specialist 
payments My 
Tri-State Hospital Assembly, they 


learned more in corridors J 
Wisconsin Hospital Association, buzz 


sessions Ap 
See also Blue Cross Plans 
Auer, Otis N., biographical sketch F 
Budget control is teamwork job F 
Awards, Bartlesville is prepared for 
polio, A. E. Coltrin and H. F. Ne- 
ville Ap 
everything is under control, R. W. 
Royer Ja 
investment for future, Magney, Tus- 
ler and Setter Mr 
modern hospital of year 1952 Mr 
95 beds or 190--it’s still economical, 
FE. O. Wolfenbarger F 
Baene. George, Changing order of 
medicine r 
Ball, Otho F., They made hospital his- 
tory: Holmes un 87; F 
Long and Morton Ap 
Bannock Memorial Hospital, Pocatello, 
Idaho, boiler room ballad r 


Barton, Jane, Solving nursing shortage. My 
Baylor Hospital, Dallas, Tex., rebuild- 
ing, B. Powell Mr 
Becker, Harry, Pay tomorrow's bills 
today 
Beling, 
power 


Earl H., Protection against 
failure Ju 
Bishop Clarkson Memorial Hospital, 
Omaha, Neb., one-shot P.T.A. 
Blank Memorial Hospital for Children, 
Des Moines, Lowa, medical man- 
avement of bulbar cases in polio J 
Block, Louis, Prototype study: 50 bed 
hospital J 
Blodvett) Memorial Hospital, Grand 
Rapids, Mich., solving nursing 
shortage, J. Barton My 
Blood Therapy, blood banks present new 
problem, J. M. Potts 
for blood banks (S.H.Q.) 
Cross Plans, aged need protection, 
I. S. Falk A. W. Brewster 
blood banks new problem, 
J. M. Potts 
conference 
rocal agreements 
hospitals wet out vote 


Ju 


Ja 
ratio My 
Valine 
and Ap 
present 
Ja 

features plans for recip- 
My 
Ap 
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Bluestone, E. M., Administrative cap 
sules Ja 86: Ap 
Blumenauer, George, Save those steps Ja 
Hook Reviews, Hirsh, Joseph, and 
Doherty, Beka, The Mount Sinai 
Hospital: 1852-1952 
Pinner, Max, and Miller, Benjamin 
F., When Doctors Are Patients Ap 
Boston City Hospital, Boston, Mass., 
Shortell Fracture Unit, orthopedics 
comes into its own, D. Goodman J 
Brewster, Agnes W See Falk, I. &., 
jt. auth. 
Brines, William 3S See Jones, E. W 
jt. auth 
tronson Methodist Hospital, Kalama 
now, Mich., they built hospital around 
hospital, W. C. Perdew 
trookfield Zoo Hospital, Brookfield, IL, 
Brookfield’s patients bits back, 
M. Whiteomb My 
Brown, Louis C., biographical sketch Ap 
Osteopaths and hospital system Ap 
Brown, Madison, More service justifies 
higher charges J 
Brown, Robert F., biographical sketch Mr 
und Moody, Adeline, Speed up change- 
of-shifts Mr 
Huilding maintenance, guide to fire 
sufety J 
hair-bobby pin problem (S.H.Q.) M: 
how fast can painter paint (S.H.Q.) Mr 
protection against power failure, 
Kk. H. Beling Ja 
this laundry emphasizes line produe- 
tion, W B Hall 
V.A. sets up housekeeping Ju 
F 72; Mr 132; Ap 132; My 126; 
See also Housekeeping 
Business Management: See Finances 


’ 
© ctedialé See Food and Pood Service 
Cameron, Don, Storm over Danbury I 
Carlsen, Janette C., biographical sketch Ap 
Portion control is basis of cost con- 
trol Ap 
Carr, Franklin, Waukesha saved more 
than million 
enteral Supply, where has our dressing 
cart gone, C. L. Graves, et al My 
hieawo Memorial Hospital, Chicago, 
case history of new auxiliary, 
A. Faller Jr My 
hildren, stop searing children, O. A 
Faust My 
welcome from humpty dumpty J 
‘hildren’s Hospitals, modern hospital 
of 1952 
‘hronice Disease, right patient in right 
bed, D. W. Roberts My 
‘inico de Bellard, Caracas, Venezuela, 
take as needed (Ed.) Mr 
linies: See Outpatient Department 
linton Memorial Hospital, Wilming- 
ton, Ohio, is momument to com- 
munity cooperation, M. W. Lethly My 
lissold, Grace, Cast room is designed 
for teaching 
olor and Color Therapy, toulouse-lau- 
treetomy (Ed.) Ap 
oltrin, Arthur E., and Neville, Homer 
F., Bartlesville is prepared for polio 


Mr 


A 


onnellsville State Hospital, Connells- 
ville, Pa., Pennsylvania week Ja 


‘onstruction, build fire safety into hos- 
pital, J. Smariva Mr 

Clinton County's hospital is | monu 
ment to community cooperation, 

M. W Lethly My 
decentralized nursery, W. B. Sweeney 

My 
everybody moved at Symmes Arling 
ton, E. V. Rich Mr 
investment for future, Magney, Tus 

ler and Setter Mr 
Mount Sinai believes in space ree- 

lamation, S. L. Friedman and L. G 

Miller Mr 
Mount Sinai’s new building stands 

for service My 
old buildings never die, N. A. Wil 

helm Mr 
rebuilding at Baylor, B. Powell Mr 
something old plus something new, 

A. Eckert Mr 
two floors for one, R. M. Hueston M: 
Waukesha saved more than million 

Pr. Carr Mr 
‘we gutted hospital” Mr 
See Also Designs and Plans 


IV 


Convalescence, convalescent care 
(S.H.Q.) Ja 
Forest Glen rebuilds war-torn bodies Ap 
toulouse-laut rectomy (Ed.) Ap 
Cook, Jacquelyn, nurses’ first job: 
establish confidence in polio 
Cowell Memorial Hospital, Berkeley, 
Calif., efficient reeord department, 
J. M. Seollard and D. Harvey Ja 


) Hospital, Danbury, Conn., 
storm over Danbury, D. Cameron k 
Davis, J. Mostyn, biographical sketch. Mr 
Oxyven therapy, administering oxy- 
ven by catheter k 
Oxysven therapy, administering oxy- 
ven by mask Ja 
Oxygen therapy. centralized distri- 
bution of oxyven Mr 
Davis, Michael M., Puzzle of paid 
physicians 
DeBusk, Roger W.: See Graves, C. L., 
jt. auth. 
Dennison, Ann J., Pavilion manager J 
Designs and Plans, acutely ill come 
first, S. King Ja 
Bartlesville prepared for polio, A. E. 
Coltrin and H. F. Neville Ap 
east room is designed for teaching, 
G. Clissold k 
Clinton County's hospital is monu- 
ment to community cooperation, 
M. W. Lethly My 
decentralized nursery, W. B. Swee- 
ney My 
everybody moved at Symmes Arling- 
ton, E. V. Rich 
everything is under control, R. W. 
Royer Ja 
first hospital health museum, B. Geb- 
hard, et al Ap 
investment for future, Maywney, Tus- 
ler and Setter Mr 
is this door necessary, F. E. Markus F 
low budwet dictated high standards, 
F. C. Williams J 
methods study reduces laundry oper- 
ating costs, K. J. Shoos and E. J. 
Frederick Ja 
modernization and expansion Mr 
Mount Sinai believes in space recla- 
mation, S. L. Friedman and L. G. 
Miller Mr 
45 beds or 190 it’s still economical, 
rr. O. Wolfenbarger 
old buildings never die, N. A. Wil- 
helm Mr 
one-room schools (Ed.) Ap 
rebuilding at Baylor, B. Powell Mr 
save those steps, G. Blumenauer Ja 
something old plus something new, 
A. Eckert Mr 
they built hospital around hospital, 
W. C. Perdew 
they have efficient record department, 
J. M. Seollard and D. Harvey Ja 
they put old rooms to new uses, 
H. S. Fuller Ap 
this laundry emphasizes line produe- 
tion, W. B. Hall My 
time and motion theories get prac- 
tical results, P. FP. Noecka My 
two floors for one, R. M. Hueston Mr 
Waukesha saved more than million, 
FF. Carr 
we wutted hospital” 
Dietitians, put training principles 
practical use, R. L. Lodde 
what makes dietitian executive, E 
Perry 
See also Food and Food Service 
Disasters, disaster plan works, Sister 
Mary Sylvestre 
Downing, James A., Medical manage- 
ment of bulbar cases in polio 
lbrugs: See Medicine and Pharmacy 
Dunn, Melvin, Nurses from abroad 


EF exert. Anthony, Something old plus 
something new Mr 
Edvemoor Farm Hospital, El Cajon 
Valley, Calif., heaven at $10.75 a 
square foot, W. O'Neil My 
Edueation and Training, ah—er uh 
“unaccustomed as they are” they 
should take lessons, L. W. Johnson Ja 
east room is designed for teaching, 
G. Clissold 
changing order of medicine, G. Baehr F 
fact stores (Ed.) J 


EDUCATION AND TRAINING (Cont.) 
helping hand (Ed.) Ap 
how to build good supervisory staff, 
E. Mottershead Ap 
practical way to teach theory of nurs- 
ing, Sister Mary Anthony Ja 
put training principles to practical 
use, R. L. Lodde Mr 
revised intern standards explained Mr 
they teach what they preach, I. F. 
Hamilton > 
what makes dietitian executive, E. 
Perry k 
workshop on hospital costs, E. H. 
Erickson (S.H.F.) Ap 
Elkhart General Hospital, Elkhart, Ind., 
conscientious objectors make good 
workers Ja 
Emergencies, protection against power 
failure, E. H. Beling Ja 
Emergency Hospital, Washington, D.C., 
all this for you My 
Equipment, bedlifter saves backs and 
budget, F. G. Hubbard 
oxygen therapy by catheter, J. M. 
Davis F 
radio and TV under control (S.H.Q.). F 
take service extensions off floor, F. E. 
Markus Ap 
they teach what they preach, LIL. F. 
Hamilton My 
utility bed solves bedpan problem, 
Fk. J. Pirone 
V.A. sets up housekeeping Ja 8&1; 
F 72: Mr 132: Ap 132; My 126; J 
where has our dressing eart gone, 
Cc. L. Graves, et al 
See also Building Maintenance; 
What's New for Hospitals x 
Erickson, Eva H.: See Graves, C. L., 
jt. auth. 

Workshop on hospital costs (S.H.F.) Ap 
Ethies, anti-anti-fee-splitting (Ed.) r 
hospital standards are for patients, 

P. R. Hawley Ja 
icy wrip (Ed. My 
strange ease of Dr. Loyal Davis, 

G. Williams J 

Evanston Hospital, Evanston,  IIl., 

eighth-graders set stage, E. Steb- 
bins Ap 
Expansion, one-room schools (Ed. Ap 

they put old rooms to new uses, H. S. 
Fuller Ap 


My 


Fan. I. S., and Brewster, Agnes W., 
Aged need protection Ap 

Faulkner Hospital, Jamaica Plain, Bos- 
ton, centralized or decentralized 
service, M. Rowbotham J 


Faust, Otto A., Stop searing children My 

Federal Aid and Control: See Govern- 
ment Aid and Control 

Federal Hospitals: See Government 
Hospitals 

Fees: See Finances 

Finances, acutely ill come first, S. 

King Ja 
blood banks present new problem, 

J. M. Potts Ja 
budget control is teamwork job, 

O. N. Auer F 
charge for M.D.'s offices (S.H.Q.) Ja 
charging for damages (S.H.Q.) Mr 
cireuit-riding purchasing agent, E. W. 

Gilgan (S.H.F.) F 
coffee headache J 
collector's item (Ed.) 
community cooperation combats nurs- 

ing shortage 
distributing drug charges (S.H.Q.) 
doctors will help you cut costs, E. W. 

Jones, et al 
figuring cubie content (S.H.Q.) 
wift (Ed. 
long story (Ed.) 
methods study reduces laundry oper- 

ating costs, K. J. Shoos and E. J. 

Frederick Ja 
more service justifies higher charges, 

M. Brown 
portion control is basis of cost con- 

trol, J. C. Carlsen Ap 
public funds for private’ patients, 

J. S. H. Weiner y 
radio and TV under control (S.H.Q.). F 
ratio for blood banks (S.H.Q.) My 
strange case of Dr. Loyal Davis, G. 

Williams J 
take lesson (Ed.) F 
their goal is 1,000,000 Ar 


84 


10 


74 
49 
10 
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FINANCES (Cont.) 
there is profit in nonprofit cafeteria, 


N. H. Radell and E. Irwin Ja 116 
uniform accounting procedures, R. J. 

Marcotte F 60 
workshop on hospital costs, E. H. 

Erickson (S.H.F.) Ap 80 
See also Fund Raising: Insurance 
Fire Protection: See Safety 
Floors: See Building Maintenance; 

Housekeeping 
Food and Food Service, canned vs. 

frozen (S.H.Q.) Ap 47 
centralized or decentralized service, 

M. Rowbotham J 114 
food for thought F 126 
food standards for aged (S.H.Q.) Mr 47 
how to allocate food storage space, 

J. S. Pirkey J 116 
menus for February, L. Slentz Ja 120 
menus for March, M. A. Gales F 130 
menus for April, D. E. Lewis Mr 126 
menus for May, P. Hayes Ap 128 
menus for June My 116 
menus for July, Sister M. Doris J 120 
portion control is basis of cost con- 

trol, J. C. Carlsen Ap 120 
put training principles to practical 

use, R. L. Lodde Mr 118 
save those steps, G. Blumenauer Ja 112 
there is profit in nonprofit cafeteria, 

N. H. Radell and E. Irwin Ja 116 
they teach what they preach, I. F. 

Hamilton My 108 
what makes dietitian executive, E. 

Perry F 120 
Foundation Hospital, New Orleans, hos- 

tess and family lounge, L. L. Weiss- 

miller My 78 
Frazer, Martin J., biographical sketch F 4 

Setup of central storeroom F 78 
Frederick, Earl, biographical sketch Mr 4 
See Shoos, K. J., jt. auth. 
Friedman, Samuel W., Administrator 

yvoes to surgery 63 
Permanente’s formula for success F 59 

Friedman, Sigmund L., and Miller, 

Leon Gordon, Mount Sinai believes 

in space reclamation Mr 62 
Fuller, Harold S., They put old rooms 

to new uses Ap 66 
Fund Raising, community cooperation 

combats nursing shortage My 6 
little white face Mr 8& 
professional counsel pays (S.H.Q.) My 47 
their goal is 1,000,000 Ap 10 

Furnishings, furniture in mental hospi- 

tals, P. Haun F 132 
‘ 

Gates, Maxine A., Menus for March F 130 
Galesburg Cottage Hospital, Galesburg, 

Ill., workshop on hospital costs, 

E. H. Erickson (S.H.Q.) Ap 80 
Gardens, you too can have garden Ja 12 
Gay, Daniel: See Gebhard, B., jt. auth. 
Gebhard, Bruno, et al, First hospital 

health museum Ap 74 
Gee, David A., biographical sketch Ja 4 

Reevaluation of radioisotope program Ja 102 
Geriatrics, aged need protection, I. 8S. 

Falk and A. W. Brewster Ap && 
food standards for aged (S.H.Q.) Mr 47 
heaven at $10.75 square foot, W. 

O'Neil My 66 
pay tomorrow’s bills today, H. Becker J 67 

Gifts: See Finances 
Gilgan, Edward W., Circuit-riding pur- 

chasing agent (S.H.F.) 90 
Good Samaritan Hospital, Sandusky, 

Ohio, “we gutted hospital” Mr 75 
Goodman, David, Orthopedics comes in- 

to its own J 70 
Gordon, H. Phoebe, Employes write 

their own annual report F 91 
Gordon, Paul J., biographical sketch Ap 4 

Support him or fire him F 57 
Top management has its troubles, 

too Ap il 

Untangle those lines of authority a WW 
Government Aid and Control, create 

new health and welfare department. Ap 73 
more federal support for health serv- 

ices Ja 91 
on malpractice liability insurance, 

“insurance industry is in squeeze,” 

D. C. Hawkins Ap 65 
one-card deck (Ed.) Ap 50 

Government Hospitals, Forest Glen re- 

builds war-torn bodies Ap 6 
one-eard deck (Ed.) Ap 50 


See also Veterans Administration 
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Graves, Clifford L., et al, Where has 

our dressing cart gone My 60 
Group Practice, Permanente’s formula 

for success 59 
Hau. William B., This laundry em- 

phasizes line production My 118 
Hamilton, Isabel, biographical sketch My 4 

They teach what they preach My 108 
Hamilton, T. Stewart: See Jones, E. W., 

jt. auth. 

Harding, James G., Patient accommoda- 

tion envelope ,. 
Harvey, Dorothy, biographical sketch Ja 4 

See Scollard, J. M., jt. auth. 
Harwood, Richard, Propose changes in 

V.A. hospital law My 73 
Haun, Paul, Furniture in mental hos- 

pitals F 132 
Hawkins, Don C., On malpractice lia- 

bility insurance, “insurance indus- 

try is in squeeze” Ap 65 
Hawley, Paul R., Hospital standards are 

for patients Ja 51 
Hayes, Peggy, Menus for May Ap 128 
Health Centers, health center links pre- 

vention and cure, C. F. Wilinsky 

and S. Liswood Ap &5 
Health Programs, first hospital health 

museum, B. Gebhard, et al Ap 74 
more federal support for health serv- 

ices Ja 91 
Hill, Margaret, Lest they forget—write 

it down J 62 
Hines, Harold H. Jr., On malpractice, 

liability insurance, hospitals must 

be protected at price they can pay Ap 64 
Holmes, Oliver Wendell, they made hos- 

pital history, O. F. Ball Ja 87: F &8l 
Housekeeping, solving nursing shortage, 

J. Barton My 5il 
V.A. sets up housekeeping, how to 

use training manuals Ja &1: 

F 72: Mr 132: Ap 132; My 126; J 126 
Hubbard, Frederic G., Bedlifter saves 

backs and budget Ap 130 
Hueston, Ralph M., Two floors for one Mr 65 

Human Relations, human — relations 

principles, E,. Rossell Ja 62 
no thanks (Ed.) Ja 50 
of sin and sinners (Ed.) Mr 50 
reel charity (Ed.) J 50 
sauce (Ed.) J 50 
volunteers and volunteer system, 

H. F. White Jr. Mr 9&8 
wag (Ed.) F 49 

Humor, no more fise (Ed.) Ap 49 
ten o'clock country (Ed.) J 50 
word (Ed. My 49 

T denttieadian Systems, smile (Ed.) F 50 

Indigents, heaven at $10.75 square foot, 

W. O'Neil My 66 
Infantile Paralysis: See Poliomyelitis 
Infants: See Nurseries 
Insurance, aged need protection, I. S. 

Falk and A. W. Brewster Ap &8 

blood banks present new problem, 
M. Potts Ja 92 
malpractice liability insurance, hos- 

pitals must be protected at price 

they can pay, H. H. Hines Jr. Ap 64 
malpractice liability insurance, “in- 

surance industry is in squeeze,"" 

D. C. Hawkins Ap 65 
pay tomorrow's bills today, H. Becker J 67 
See also Blue Cross Plans; Prepay- 

ment Plans 
Interns and Residents, interniana 

(Ed.) Mr 49% 
revised intern standards explained Mr «4% 

Inventories: See Storerooms 

Irwin, Eleanor: See Radell, N. H., jt 

auth. 
| G. Philips Memorial Hospital, 
Bartlesville, Okla., Bartlesville is 

prepared for polio, A. E. Coltrin 

and H. F. Neville Ap 55 
Jewish Hospital, St. Louis, reevaluation 

of radioisotope program, D. Gee Ja 102 
Jewish Sanitarium and Hospital for 

Chronic Disease, Brooklyn, N.Y., 

setup of central storeroom, M. J. 

Frazer F 78 





Job Evaluation and Analysis, every job 





important Mr 6 
head nurse’s job, K. J. Shoos and 
E. J. Frederick Mr 93 
one nurse can't do everything, D. J. 
Schemmel Ap 59 
put training principles to practical 
use, R. L. Lodde Mr 118 
solving nursing shortage, J. Barton My 51 
top management has its troubles, too, 
P. J. Gordon Ap 71 
Johnson, Lucius W., Ah--er--uh-— “un- 
accustomed as they are” they should 
take lessons Ja 60 
Jones, Everett W., et al., Doctors will 
help you cut costs “Ja 74 
Medical staff standards F 8S 
K ing, Sol, Acutely ill come first Ja 65 
Kitchens: See Food and Food Service 
Kling, Vincent G.: See Gebhard, B., 
jt. auth. 
Kozma, William A., Clinical photography 
focuses on teaching J &i 
Kreeger, Morris H., Michael Reese Hos- 
pital’s over-all polio plan J 90 
Labor Relations: See Personnel Ad- 
ministration 
Laboratories, reevaluation of radioiso- 
tope program, D. A. Gee Ja 102 
Lakeland Memorial Hospital, Woodruff, 
Wis., their goal is 1,000,000 Ap 10 
Lane, Joseph, biographical sketch Ap 4 
Improved safety program Ap &2 
Lankenau Hospital, Philadelphia, first 
hospital health museum, B. Geb- 
hard, et al Ap 74 
Laundries, methods study reduces laun- 
dry operating costs, K. J. Shoos 
and FE. J. Frederick Ja 6 
this laundry emphasizes line produc- 
tion, W. B. Hall My 118 
Le Bonheur Children’s Hospital, Mem- 
phis, Tenn., modern hospital of 
1952 Mr &3 
Legal Decisions, conscientious objectors 
make good workers Ja 10 
legion’s survey shows many unable 
to pay My 73 
Legislation, helping hand (Ed.) Ap 50 
hospitals gét out vote Ap & 
osteopaths and hospital system, L. C. 
Brown Ap 51 
propose changes in V.A. hospital law, 
R. Harwood My 75 
Lethly, Marlin W., Clinton County's 
hospital is monument to community 
cooperation My 69% 
Lewis, Doris E., Menus for April Mr 126 
Liability: See Insurance 
Libraries, Britain's hospital library Ja 
See also Medical Records 
Liswood, Sidney, biographical sketch Ap 4 
See Wilinsky, C. F., jt. auth. 
Littauer, David, biographical sketch Ap 4 
and Sonerant, Gordon E., Consoli- 
date professional reports Ap 68 
Lodde, Rosemary L., biographical 
sketch Mr 4 
Put training principles to practical 
use Mr 118 
Long, Crawford W., and William T. G. 
Morton, they made hospital history, 
oO. F. Ball Ap 9&8 
Long Beach Memorial Hospital, Long 
Beach, L.I., N.Y., reel charity (Ed.) J 50 
Longley, Ella K.: See Graves, C. L., 
jt. auth. 
Lynn Hospital, Lynn, Mass., time and 
motion theories get practical re- 
sults, P. F. Nocka My 76 
rn Tusler and Setter, Invest- 
ment for future Mr 4 
Maintenance: See Building Maintenance 
Manuals, every job important Mr 6 
for peaceful purchasing My 10 
V.A. sets up housekceping Ja &1; 
F 72; Mr 132; Ap 132; My 126; J 126 
watch your wardrobe Mr 4 
Mareotte, R. J., biographical sketch ¥ 4 
Uniform accounting procedures F 40 
Markus, Frederick E., biographical 
sketch Ap A 
Is this door necessary F RO 
Operating room storage Ja 72 
Take service extensions off floor Ap 70 






Massachusetts Memorial Hospitals, Bos- 
ton, every job important Mr 

McQuillan, Florence L., biographical 
sketch 

Return to religion in nursing 

Medical Education: See Education and 
Training 

Medical Care, trend is toward clinic, 
H. EF. Panhorst 

Medical Records, consolidate profes- 
sional reports, D Littauer and 

G. E. Sonecrant 
medical audit gives answer, A. W 

Smith 
safe to sign records (S.H.Q.) 
they have efficient record department, 

J. M. Seollard and D. Harvey 

Medical Staff, anti-anti-fee-splitting 

(Ed) 
doctors will help you cut costs, BE. W 

Jones, et al Ja 
helping hand (Ed.) Ap 
light (Fd.) Ja 
medical audit gives answer, A. W 

Smith Mr 
osteopaths and hospital system, L. C 

Brown Ap 
puzzle of paid physicians, M. M. Davis J 
standards, FE. W. Jones, et al b 
storm over Danbury, D. Cameron F 
strange case of Dr. Loyal Davis, G 

Williams J 

Medicine and Pharmacy, changing order 

of medicine, G. Baehr 
CNS action of d-lysergic acid diethy- 

lamide (L.S8.D.-25) Ja 
coronary vasodilators r 
distributing drug charges (S.H.Q.) Ap 
ergot alkaloids My 
four phases of polio problem, M. H. 

Kreeger, J. A. Downing, J. Cook, 

L.. Sullivan 
wreen stuff (Bd.) 
oxygen therapy, administering oxygen 

by catheter, J. M. Davis 
oxyven therapy, administering oxy- 

ven by mask, J. M. Davis Ja 
oxygen therapy, centralized distribu- 

tion of oxygen, J. M. Davis Mr 
pyride e— important vitamin and 

coenzyme Ap 
reevaluation of radioisotope program, 

D. A. Gee Ja 
stop searing children, O. A. Faust My 
suceinylcholine, S. Thesleff d 

Meeker County Memorial Hospital, 
Litchfield, Minn., investment for 
future, Magney, Tusler and Setter Mr 

Memorial Hospital, Charleston, W. Va., 

annual report J 

watch your wardrobe Mr 

Mental Disease Hospitals, furniture in 
mental hospitals, P. Haun 

Menus: See Food and Food Service 

Michael Reese Hospital, Chicago, hos- 
pital’s over-all polio plan, M. H. 
Kreeger 

Miller, Leon Gordon: See Friedman, 
Sigmund L., jt. auth 

Monadnock Community Hospital, Pe- 
terborough, N.H., they put old 
rooms to new uses, H. 8S. Fuller Ap 

Moody, Adeline, biographical sketch Mr 

See Brown, R. F., jt. auth 

Morristown Memorial Hospital, Morris- 
town, NJ... you too can have gar- 
den 

Morton, William T. G., and Long, Craw- 
ford W., they made hospital his- 
tory, O. F. Ball Ap 

Mottershead, Edmund, How to build 
good supervisory staff Ap 

Mount Sinai Hospital, Chicago, new 
building stands for service My 

Mount Sinai Hospital, Cleveland, be- 
lieves in space reclamation, S. L 
Friedman and L. G. Miller Mr 

Museums, first hospital health museum, 
Bh. Gebhard, et al Ap 


Ja 


N evitte, Homer F.: See Coltrin, A. E., 
jt. auth 
Nocka, Paul F., Time and motion 
theories get practical results My 
See also Markus, Frederick E., jt. 
auth. 
Nurseries, camera wins friends and 
funds Ap 
decentralized nursery, W. B. Sweeney My 


vi 


Nursing and Nurses, cast room is de- 

signed for teaching, G. Clissold 

community cooperation combats nurs- 
ing shortage My 

exception to nursing rules (S.H.Q.) fk 

head nurse's job, K. J. Shoos and 
kK. J. Frederick Mr 

how many nurses make department 
M. K. Schafer (S.H-F.) 

nurses from abroad, M. Dunn 

one nurse can't do everything, D. J 
Schemmel 

pavilion manager, A. J. Dennison 

practical way to teach theory of nurs- 
ing, Sister Mary Anthony da 

return to religion in nursing, F ‘ 
MeQuillan fF 

solving nursing shortage, J. Barton My 

speed up change-of-shifts, R I 


Brown and A. Moody Mr. 


time and motion studies help nurse Ja 
Nutrition: See Food and Food Service 


Owes, Will, Heaven at $10.75 square 
foot My 
Orthopedics, orthopedics comes into its 
own, D. Goodman J 
Outpatient Department, trend is toward 
clinic, H. E. Panhorst 
k Hospital, Summit, N.J., med- 
ical audit gives answer, A. W 
Smith M: 
Oxygen Therapy, administering oxygen 
by catheter, J. M. Davis 
administering oxygen by mask, J. M 
Davis Ja 
centralized distribution of oxygen, 


J. M. Davis Mr 


Pentinae Harry E., Trend is toward 
clinie 
Pathology and Pathologists, full-time 

pathologist (S.H.Q.) 

Patients, patient accommodation enve- 
lope, J. G. Harding 
public funds for private’ patients, 

J. S. H. Weiner My 
take as needed (Ed.) Mr 
two directions (Ed.) My 
watch your wardrobe Mr 

Perdew, W. CC... They built hospital 
around hospital 
Permanente Hospitals, Oakland, Calif., 
Permanente’s formula for success, 
S. W. Friedman 
Perry, Elizabeth, biographical sketch 
What makes dietitian executive 
Personnel, coffee headache J 
every job important M: 
how to build good supervisory staff, 

Bb. Mottershead Ap 
human relations principles Ja 
sauce (Ed.) J 
they teach what they preach, I. F 

Hamilton My 
time clocks have uses (S.H.Q.) My 
who pays for uniforms (S.H.Q.) Jd 

Personnel Administration, court order 
averts Minneapolis strike threat My 
erth Amboy General Hospital, Perth 

Amboy, N.J., something old plus 

something new, A. Eckert 

Peter Bent Brigham Hospital, Boston, 
old buildings never die, N. A. Wil- 
helm Mr 
Peters, Joseph P., biographical sketch Ja 
Facts at your fingertips Ja 7%; F 73; My 
Photoyraphy, camera wins friends and 
funds Ap 
clinieal photography focuses on teach- 

ing, W. A. Kozma J 

Physieal Medicine, make room for phys- 
ical therapy in polio, L. Sullivan 

Pirkey, Jane S., How to allocate food 
storage space 

Pirone, Frank J., Utility bed solves 
bedpan problem M: 

Planning: See Designs and Plans 

Plant Operation See Building Main- 
tenance 

Poliomyelitis, Bartlesville is prepared 

for polio, A. E. Coltrin and H. F 

Neville Ap 
four phases of polio problem, M H 

Kreeger, J 90; J. A. Downing, J 4 

J. Cook, J 100; L. Sullivan 


PoLIoMYELITIS (Cont.) 
1953 outlook for polio (S.H.Q.) J 
Potts, Joseph M., Blood banks present 
new problem Ja 
Powell, Boone, Rebuilding at Baylor Mr 
Prepayment Plans, Permanente’s for- 
mula for success 
See also Blue Cross Plans; Insurance 
lublic Health, health center links pre- 
vention and eure, C. F. Wilinsky 
and S$. Liswood Ap 
public health studies ( Ed.) Ja 
Public Hospitals, osteopaths and hos- 
pital system, L. C. Brown Ap 
Public Relations, ah-—-er--uh—‘“‘unaec- 
customed as they are’ they should 
take lessons, L. W. Johnson Ja 
ah, heartland (Ed) Mr 
annual report, Memorial Hospital 

Association, Charleston, W. Va d 
applause (Ed.) F 
boiler room ballad F 
brief annual report J 
case history of new auxiliary, A. 

Faller J: My 
cighth-graders set stage, E. Stebbins Ap 
employes write own annual report, 

H. P. Gordon F 
hospitals get out vote Al 
hostess and family lounge, L. L. 

Weissmiller My 
iey grip (Ed.) My 
light (Ed.) Ja 
one-shot P.T.A Ja 
Pennsylvania week Ja 
public relations pays off F 
response to report is divided Ja 
sauce (Ed.) J 
take as needed (Ed.) Mr 
virtue (Ed.) Ja 
volunteers and volunteer system, 

H. F. White Jr. Mr 
welcome from humpty dumpty J 

Publications, all this for you My 
Purchasing, canned vs. frozen (S.H.Q.) Ap 
circuit-riding purchasing agent, E. W 

Gilwan (S.H.F.) 
don’t let x-ray film expire 
for peaceful purchasing 
size of inventory (S.H.Q.) 


R aden, Neva Henrietta, and Irwin 
Fleanor, There is profit in non- 
profit: cafeteria Ja 

Radio, and TV under control (S.H.Q.)) F 

Reader Opinion 

Ja 6; F 6; Mr 10; Ap 10; My 12; J 

Reeords, consolidate professional —re- 
ports, D. Littauer and G. E. Son- 
crant Ap 

records of back orders (S.H.Q.) Ja 
speed up  change-of-shifts, RK F. 
Brown and A. Moody Mr 
they have efficient record department, 
J. M. Seollard and D. Harvey 
uniform accounting procedures, R. J 
Marcotte 
See also Medical Records 

Rehabilitation and Reconditioning, 
Forest Glen rebuilds war-torn 
bodies Ap 

Religion, return to religion in nursing, 

F. L. MeQuillan 
two unique hospital communities 

Research, Mount Sinai’s new building 
stands for service 

Rieh, E. Vernon, Everybody moved at 
Symmes Arlington Mr 

Riley County Hospital, Manhattan, 
Kan., 95 beds or 190—it’s . still 
economical, F. O. Wolfenbarger 

Roberts, Dean W., Right patient in 
right bed My 

Rossell, Eve, biographical sketch Ja 

Human relations principles 
Roving Reporter 
Ja 10; F 8; Mr 4; Ap 6: My 6; J 

Rowbotham, Marie-Clare, Centralized or 
decentralized service 

Royer, Robert W.. Everything is under 
control Ja 


Satety. build fire safety into hospital, 


J. Smariga 81 
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SAFETY (Cont.) 


guide to fire safety J 
improved safety program, J kK. 
Lane Ap 


patient accommodation envelope, J.G 


Harding r 


St. Eugene Hospital, Dillon, S.C., dis- 
aster plan works, Sister Mary 
Sylvestre J 


St. Francis Hospital, Peoria, UL, pro- 
tection against power failure, E. H 
Beling Ja 

St. John’s Episcopal Hospital, Brooklyn, 
N.Y., nurses from abroad, M. Dunn J 

St. Luke’s Hospital, Chicago, for peace- 
ful purchasing My 

st. Luke's Hospital, Cleveland, patient 
accommodation envelopes, J G 
Harding k 

St. Paul's Hospital, Dallas, Tex., im- 
proved = safety program, J kK 
Lane Ap 


Schafer, Margaret K., Hew many 
nurses make department (S.H.F.) Ja 
Schemmel, De Lores J... One nurse 


can't do everything Ap 

Scollard, Jack M., biographical sketch Ja 
and Harvey, Dorothy, They have 

efficient record department Ja 


Setter: See Magney 
Shoos, Kenneth, biographical sketeh Mi 
and Frederick, Ear! J.. Head nurse's 


job Mi: 
and Frederick, Earl J., Methods study 
reduces laundry operating costs Ja 
Sinai Hospital, Detroit, acutely ill come 
first, S. King Ja 
Sister Mary Anthony, Practical way to 
teach theory of nursing Ju 
Sister Mary Sylvestre, Disaster plan 
works J 
Slentz, Louise, Menus for February da 


Small Hospitals, cireuit-riding purchas- 
ing agent, KE. W. Gilvan (S.H-F.) F 
clinical photography focuses on teach- 


ing, W. A. Kozma (S.H-F.) Jd 
hostess and family louneve, L. L 
Weissmiller (S.HoP.) My 
how many nurses make department, 
M. K. Schafer (S.H.F.) Ja 
workshop on hospital costs, FE. HU 
Erickson (S.H.F.) Ap 
Smariga, Julian, biographical sketch M: 
Build fire safety into ~hospital Mi 
Smith, Arthur W., biographical sketeh Mr 
Medical audit gives anwser M: 
Snow, Elmina See Jones, EF. W., jt 
auth 
Social Security, aged need protection 
I. S. Falk and A. W. Brewster Ap 
Sonerant, Gordon EK biographical 


sketch Ap 
See Littauer, D., jt. auth 
Staff: See Medical Staff: Nursing and 
Nurses; Personnel 
Standards, A.C.S. eonvey 


tion program te joint commission Ja 


tandardiza- 


hospital standards are for patient 

P. R. Hawley Ja 
medical staff standards, E. W. Jones, 

et al I 
progress report (Ed.) J 
revised intern standards explained Mr 


Statistics, facts at your fingertips, J. P 


Peters Ja 79; F 73; My 
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STATIsTices (Cont.) 
esteopaths and hospital system, L. C 


Brown Ap 
prototype study: 50 bed hospital, L 
Block J 
puzzle of paid physicians, M. M 
Davis J 
tuke lesson ( Ed.) F 
Stebbins, Emily, biographical sketch Ap 
Kighth-graders set stage Ap 


Sterilization, time and motion theories 
wet practical results, P. F. Nocka My 
Storerooms, distributing drug charges 


‘S.H.Q.) Ap 
don't let x-ray film expire F 
for peaceful purchasing My 
how to allocate food storage space, 

J. S. Pirkey J 


operating room storage, F. E. Markus Ja 
setup of central storeroom, M. J. 
I razer 
size of inventory (S.H.Q.) Ja 
Sullivan County Memorial Hospital, 
Milan, Mo., everything is under 


control, R. W. Royer Ju 
Sullivan, Loretto, Make room for phys- 

ical therapy in polio J 
Supplies, don't let x-ray film expire Fr 


solving nursing shortage, J. Barton My 
they teach what they preach, I. F. 

Hamilton My 
See also What's New for Hospitals 


Surgery, administrator woes to surgery, 


S. W. Freidman J 
enst room designed for teaching, G 
Clissold F 


is this door necessary, FP. FE. Markus Fr 
operating room storage, Fo BE. Markus Ja 


smile (Ed.) r 
tuke service extensions off floor, FOE 
Markus Ap 
time and motion studies help nurse Ja 
time and motion theories get prac 
tical results, Po Fo Nocka My 
Surveys, aved need protection, IT. 8. 
Falk and A. W. Brewster Ap 


how fast can painter paint (S.H.Q.) Mr 

legion’s survey shows many are un- 
able to pay My 

methods study reduces laundry oper- 
ating costs, K. J. Shoos and EF. J 


Frederick Ja 
public health studies (Ed.) Ja 
solving nursing shortage, J. Barton My 
V.A. releases management survey Ja 

Sweeney, William h., biographical 
sketch My 
Decentralized nursery My 


Symmes Arlington Hospital, Arlington, 
Mass., everybody moved at Symmes 


Arlington, BE. V. Rich M: 
Syracuse Memorial Hospital, Syracuse, 
N_LY., applause (Fd) F 


ry 
I elevision, radio and TV under con- 


trol (S.H.Q.) I 
Training: See Edueation and Training 
Trustees, storm ovet Danbury, D 

Cameron r 


support him or fire him, P. J. Gordon F 


Tusler: See Magney 


[ /nions: See Personnel Administration 





y 
\ anecouver General Hospital, Van- 
couver, B.C., bedlifter saves backs 


and bidget, F. G. Hubbard Ap 
Veterans Administration, A.M.A. and 
legion deny charges of ‘deal’ My 


furniture in mental hospitals, P. Haun F 
legion’s survey shows many unable to 


pay My 
one-card deck (Ed.) Ap 
propose changes in V.A. hospital law, 

R. Harwood My 
they teach what they preach, I. F. 

Hamilton My 
V.A. releases management survey Ja 
V.A. sets up housekeeping; how to use 

training manuals Ja 


F 72; Mr 132; Ap 132; My 126: J 
Visitors, hostess and family lounge, 


L.. Weissmiller My 
Volunteers, case history of new auxil- 
iary, A. Faller Jr. My 
community cooperation combats nurs- 
ing shortage My 
how auxiliaries can keep pace, R. C. 
Ackerman J 
little white face Mr 
two unique hospital communities F 
volunteers and volunteer system, 
H. F. White Jr Mr 
workshop on hospital costs, E. H. 
Erickson (S.H.F.) Ap 


W ans: See Housekeeping 
Walter Reed Army Medical Center, 
Washington, D.C., Forest Glen re- 


builds war-torn bodies Ap 
Waterbury Hospital, Waterbury, Conn., 
publie relations pays off Fr 


Waukesha Memorial Hospital, Wau- 
kesha, Wis., Waukesha saved more 


than million, FP. Carr Mr 
Weiner, Julian SS. H., biographical 

sketch My 

Public funds for private patients My 


Weissmiller, L. L., biographical sketch My 
Hostess and family lounge (S.H.F.) My 
Wesley Memorial Hospital, Chicago, two 
floors for one, R. M. Hueston 
What's New for Hospitals 
F 227; Mr 243: Ap 2 My 
Whitcomb, Mildred, Brookfield’s patients 





bite back My 
White, H Ferris Jr., biographical 
sketch Mr 
Volunteers and volunteer system Mr 
Wilhelm, Norbert A... Old buildings 
never die Mr 
Wilinsky, Charles F., biographical 
sketch Ap 
and Liswood, Sidney, Health center 
links prevention and cure Ap 
Williams, F. Carter, Low budget die- 





tated high ndards J 
Williams, Greer, Strange case of Dr. 

Loyal Davis J 
Williamsport Hospital, Williamsport, 

Pa., weleome from humpty dumpty J 
Wire from Washington Ja Op 49; F Op 4 

Mr Op 49: Ap Op 49; My Op 49; J Op 
Wolfenbarger, F. O., 95 beds or 190 

it’s still economical F 
Women's Auxiliary: See Volunteers 


xX ray, don't let x-ray film expire r 
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JULY TO 


The various articles are indexed under the 
author and subject. Abbreviations used in this 
index are Jl, July; Ag, August; S, September; 
O, October; N. November; D, December; (Ed.), 
Editorial; (SHE), Small Hospital Forum, and 
(SA1.Q.), Small Hospital Questions 


- * . 
;  eaernon See Finances 
Accreditation, tissue committee required 


(S.H.Q.) Ji 47 
to measure the quality of a hospital, 

Cc. F. Kossack J1 77 
administration is healing art, R. N. 

Kohl O 92 
administrative research has practical 

value, J. P. Peters N 83 
as doctor sees nurse, D. Schechter oO 61 
build food service from top down, 

H. Prather Ji 110 
eurrent hospital problems, E. W. 

Jones D 71 
delegating responsibility (S.H.Q.) S 47 
employe inventory in operation, R. 

Renck N 74 
hosp. adms. (Fd.) oO 50 
how good is your leadership, E. 

Petersen D 651 
how to make training programs ef- 

fective, FE. Mottershead Ag 84 
inventory makes it possible to measure 

workers’ attitudes, T. Calero oO 83 
issue at Indianapolis, A. J. Snider oO 651 


keeping equipment where it belongs, 


D. W. Cordes and B. J. Lachner N 62 
lady, look at that kitchen, R. Marsh N_ 61 
let patients change rooms (S.H.Q.). N= 47 
no comment (Ed.) N 50 
prototype study: 100 bed hospital 

L. Block oO 76 
said the administrator to the sales- 

man, C. K. Kemler S 64 


stop wasting employes’ time, P. J 
Gordon 

tale.of two views ( Fd.) 

technic of observation 


Z2ZZ 
> 


thanks to donors (S.H.Q.) dD 47 
they seldom steal marked property, 
property, FE. W. Gilgan S 88 
time to raise funds, H. 8S. Pfirman 
and H. L. Giles N 90 
tissue committee gets down to essen- 
tials, R. S. Myers S 56 
we tried inventory——it works, A. 8. 
Kelsey O 84 
when to see salesmen (S.H.Q.) D 47 
Administrative Capsules O 65 
Admissions and Discharges, “‘you're wel- 
come” admitting office says, D. L. 
Price N 68 
4 


Aged: See Geriatrics 
Aides, lesson in care of flowers, E. W. 
Stebbins Ag 8&7 
See also Volunteers 
Albany Hospital, Albany, N. Y., arti- 
ficial kidney is lifesaver, J. E. Kiley 


and T. Hale Jr Ag 96 
case history of a chest x-ray program, 
J. M. Servis S 94 


Albert Einstein College of Medicine of 
Yeshiva University, Bronx, N. Y N 144 
Aleoholism, hospital is place for aleo- 


holics, R. H. Lowe Ji 96 
Allen, John F.. Employes’ conference is 

safety valve Ag 68 
Ancker Hospital, St. Paul, Minn., auto- 

claving tape, M. E. Moehring Ag 71 
Anesthesia and Anesthetists, turnabout 

(Ed.) D 49 


Annual Reports, nursing directors could 
write better reports, Sister Mary 
Aloisiana Surma and Charlotte 
Seyffer § 

Annual Reports: See Public Relations 

Associations and Organizations, Ameri- 
ean Academy of General Practice, 
diseredit ( Ed.) D 49 


Vol. 81, No. 6, December 1953 





ASSOCIATIONS AND ORGANIZATIONS, Cont 


American Association of Medical 
Clinies, nonclinical specialists’ prob- 
lems are weighed at A.A.M.C. 
meeting 

American Association of Medical Ree- 
ord Librarians concludes San Fran- 
cisco meeting 

American College of Surgeons, stand- 
ard forms for medical audits 
discredit (Ed.) 

American Hospital Association, A.H.A. 
convention report 
San Francisco host to A.H.A. for 
third time 
A.H.A. survey shows room rates 
rise slowly 

American Medical Association, ap- 
proves new hospital-doctor state- 
ment 
Hawley’s critics fail in bid for 
support of A.M.A. delegates 
A.M.A. raps V.A. care of nonsery- 
ice cases 
A.M.A. reports intern and resident 
training doubled 

“two-thirds rule’ on internships 
abolished by A.M.A. 

American Dietetic Association, re- 
port, M. FP. Huddleson 
Fern Gleiser named A.D.A. presi- 
dent-elect 

American Public Health told how to 


appraise needs for hospital facilities. D 


Association of American Medical col- 
leges told medical schools too costly 

California Hospital Association hears 
malpractice insurance proposals 

Catholic Hospital Association, S. 8S. 
Jenkins 

circle route (Ed.) 

Connecticut Hospital Association 
names officers 

Hospital Industries Association  re- 
views convention attendance and 
problems 

Indiana State Nurses’ Association 
urges 40 hour week 

International Hospital Congress 

Kansas Hospital Association meeting 
attracts 365 persons 

Maine Hospital Association, Dr. Hill 
honored at Maine meeting 
holds ninth successful institute 

Maryland-District of Columbia-Dela- 
ware conference devoted to solving 
nursing shortage 

Michigan Hospital Association, survey 
of costs 


Michigan association hears utiliza- 


tion report 

Middle Atlantic Hospital Assembly 

Montana Hospital Association headed 
by Sister Mary Bede 

National League for Nursing conven- 
tion emphasized emotional needs of 
patients 

New Hampshire Hospital Association 
hears Senator Bridges 

New Mexico § Association presents 
merit awards 

Tennessee Hospital Association, it's 
Prather and Ramsay for Tennessee 
Association 

Texas Hospital Association opposes 
Hill-Burton 

Vermont Hospital Association headed 
by Lawton 

Washington State Hospital Associa- 
tion, publicizes hospital costs 

West Virginia Hospital Association, 
Poling and Gould to head group 





Awards, insurance articles win gold 


medal award 


INDEX TO VOLUME 831 


DECEMBER, INCLUSIVE 


140 


192 


140 


146 


68 


116 


142 


54 


160 


162 


14® 


198 


146 


156 


142 


166 


RA 


Barnes Hospital, St 


to add new space, 
Barton, Jane, Clinical center didn't just 


Prefabrication comes to hospital field JI 


Baylor Hospital, Dallas, Tex., courtesy, 


directions in hospital 


Beske, Helen M., biographical sketch 
To make the nursing team work 


washer saves nursing hours, N. 


dedicates clinie for aged patients 


Mich., medical records are no prob- 
M. Jenkins and R. FE. Wal- 





ZZ 


Blizzard, Gladys S., biographical sketch 
Far, Nose and throat operating room 


and Peters, Joseph P., What is hap- 
pening to special hospitals 


Plasma), blood donations (S.H.Q.) 
Blue Cross Plans, Blue Cross slips are 


Bodwell, Raymond G., biographical sketch 
Internship is one answer to nursing 


Electronies econ- 


in Administration 
Manual of Hospital 
Department of Health, Educa- 
tion and Welfare, Health Manpower 


- 


Background to Hos- 


~ 


Work of [British] Nurses in Hospital 


Brett, Elizabeth, broncho-esophagoscopy 


When and how to 


Buffalo General Hospital, Buffalo, N. Y., 


Building Maintenance, electronics econ- 


Boeckman and H. A. Jones Jr. 
exterior maintenance, A. C. 






Bach. Harry C., biographical sketch Ag 4 


65 
88 


88 
47 


74 
66 


130 


170 


220 
216 


184 


104 


92 


90 


102 


124 


120 


11% 








BUILDING MAINTENANCE, Cont 

safety in surgery starts on floor Ag 

something new in pneumatic tube sys- 
tems, L. F. Grapski and H. F. Gaff- 
ney N 

spray v. brush (S.H.Q.) N 

upkeep of patients’ rooms, H. D. Klein O 

VA. sets up housekeeping Jt 
Ag 182; S 122; O 132 N 118 ID 


~~ 
iia Thomas, biographical sketch O 
Inventory makes it possible to measure 

workers’ attitudes 0 
Central Supply, autoclaving tape, M. EF 

Moehring Ag 

regular supply deliveries (S.H.Q.) Ji 
Charges: See Finances 
Children, one-hutch ward (Ed_) oO 
Children’s Memorial Hospital, Chicago, 

“you're welcome,” admitting office 

says, D. L. Price N 
City Hospital, Vienna, Austria (Ed.) oN 
Clara Maass Memorial Hospital, New- 

ark, N. J., renamed for nurse 
Clark, Randolph Lee, Jr., Clark story, 
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